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FM USMISSION IAEA VIENNA 

TO BROOKHAVEN NATIONAL LABORATORY UPTON NEW YORK PRIORITY 
INFO SECSTATE WASHDC 9090 
USERDA HQ WASHDC 
USERDA HQ GERMANTOWN 

UNCLAS IAEA VIENNA 3755 

DEPT FOR IO/SCT AND OES/NET ONLY 

BROOKHAVEN FOR KOUTS 

E.O. 11652: N/A 

TAGS: AORG, APER, IAEA, TECH, PARM 

SUBJECT: U.S. SUPPORT PROGRAM FOR IAEA SAFEGUARDS 

REF: (A) STATE 097855, (B) KOUTS/GABBERT LTR 3/22/77 

1 . ANTICIPATE FINAL AGENCY APPROVALS SHORTLY FOR 
ASSIGNMENTS OF RUNDQUIST, FOLEY, THOMPSON, AND MILLS. 

DELAY DUE TO ABSENCE OF KEY STAFF ATTENDING SALZBURG 
CONFERENCE. 

2. BOIVIE HAS BEEN WITHDRAWN PER GREEN/GABBERT TELECON 
APRIL 29. 

3. INFORMAL SOUNDINGS RE LOUIS GROSMAN FOR VACANCY NOTICE 
14/77 OR TO REPLACE BOIVIE HAS BEEN POSTPONED UNTIL 
SHMELEV RETURNS TO VIENN NEXT WEEK. 

4. ARRANGEMENTS FOR ASSIGNMENTOF SANBORN HAVE BEEN 
HALTED, PENDING RESOLUTION OF FOLLOWING PROBLEM: 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 IAEA V 03755 091732Z 

SINCE ASSIGNMENT IS FOR PERIOD OF LESS THAN ONE YEAR, 

AGENCY REGULATIONS PRECLUDE IT FROM PROVIDING INSTALLATION 
GRANT (APPROXIMATELY DOLS 1,297 EQUIVALENT IN SCHILLINGS), 

REPATRIATION GRANT (DOLS 832.37 PRO-RATED FOR SEVEN 
MONTHS), ALLOWANCE FOR REMOVAL AND SHIPMENT OF 
HOUSEHOLD EFFFECTS, TRAVEL EXPENSES FOR HIS WIFE, AND ANY OTHER 
ALLOWANCES TO WHICH HE MIGHT OTHERWISE BE ENTITLED. 
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WE ASSUME BNL/ISPO COULD HANDLE TRAVEL FOR SANBORN AND 
WIFE. REPATRIATION GRANT IS NEGLIGIBLE AMOUNT. CONSIDERING 
LEVEL OF NET INCOME EXPECTED FROM AGENCY VERSUS HIS 
CURRENT INCOME, AND WE RECOMMEND THAT SANBORN ABSORB THAT 
AMOUNT. BELIEVE INSTALLATION GRANT IS NEEDED TO HELP 
GET SETTLED DURING FIRST FEW WEEKS, AND WE RECOMMEND 
THAT BNL/ISPO CONSIDER PROVIDING IT DIRECTLY TO SANBORN. 

REMOVAL AND SHIPMENT OF HOUSEHOLD EFFECTS IS MORE DIFFICULT, 
BECAUSE WE DO NOT RPT NOT KNOW WHAT AND HOW MUCH HE WILL 
NEED FOR SEVEN MONTHS. IN ANY EVENT, THIS ALSO WOULD HAVE 
TO BE HANDLED BY BNL/ISPO DIRECTLY WITH SANBORN. SUGGEST 
BNL/ISPO DISCUSS MATTER WITH SANBORN TO DETERMINE HIS 
NEEDS AND THEN CONSIDER TO WHAT EXTENT AND HOW THEY CAN 
BE MET. MISSION WOULD APPRECIATE ADVICE AS TO WHETHER 
AGENCY SHOULD PROCEED WITH ARRANGEMENTS LESS ITEMS MENTIONED 
ABOVE, AND FOR OUR OWN INFORMATION, EXTENT TO WHICH 
BNL/ISPO INTENDS TO PROVIDE SOME OF THESE ITEMS 
DIRECTLY TO SANBORN. 

5. PLEASE ADVISE. STONE 


UNCLASSIFIED 


NNN 
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